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Message Text 

UNCLASSIFIED 

PAGE 01 ALGIER 01704 071451Z 
ACTION NEA- 11 

INFO OCT-01 ISO-00 EB-08 /020 W 

096744 08065 IZ /II 

R071413Z JUN 78 
FM AMEMBASSY ALGIERS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8653 

UNCLAS ALGIERS 1704 


E.O. 11652: N/A 
TAGS: BEXP.AG 

SUBJECT: EOREIGN TENDER: ALGIERS WATER TREATMENT 


REES (A) ALGIERS 1597; (B) USDOC 10423 

1 . SINCE TENDER DOCUMENTS NOT YET ISSUED, WE CANNOT 
REALLY COMMENT ON QUESTION REGARDING SIZE OF PROPOSED 
TREATMENT PLANT. WE DID TELEPHONE HYDRAULICS MINISTRY 
TO QUERY THEM, AND THEIR ONLY RESPONSE WAS, "NO, 

4 CUBIC METERS/SECOND IS CORRECT. THIS DOES NOT RPT 
NOT TELL US HOW MUCH VARIATION WILL BE ALLOWED. 
PERHAPS, FOR INSTANCE, NUMBER OE UNITS MIGHT BE 
NEGOTIABLE AS LONG AS TARGET TOTAL IS MET, BUT 
WE WILL NOT KNOW UNTIL WE SEE TENDER DOCUMENTS. 


2. PREQUALIFICATION DOCUMENTS WILL BE ABAILABLE 
JUNE 15 AND CAN BE OBTAINED BY WRITING TO ADDRESS 
GIVEN REE A. IN ADDITION, EMBASSY WILL ATTEMPT 
OBTAIN COPY TO SEND DIRECTLY TO USDOC. DEADLINE 
FOR RECEIPT OF PREQUALIIFICATION "DOSSIERS" IS 
JULY 31, 1978. 

3. HYDRO STORM SEWAGE CORP OF NEW YORK ALSO 
HAS EXPRESSED INTEREST IN THIS TENDER. WE HAVE 
SUGGESTED THEY CONTACT USDOC AND IBRD.HAYNES 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ALGIER01704 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780239-0297 

Format: TEL 
From: ALGIERS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780688/aaaacxuz.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b9525e90-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 ALGIERS 1597 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2462717 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN TENDER: ALGIERS WATER TREATMENT 
TAGS: BEXP, AG 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b9525e90-c288-dd1 1 -92da-001 cc4696bcc 
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